NORTH  CONGREGATIONAL  CHURCH 
Market  Square 
Portsmouth,  New  Hampshire 

Organized  in  1671 ,  the  present  building  was  erected  in  1855, 
on  the  site  of  that  of  1712.  Noted  members  were  William 
Whipple,  signer  of  The  Declaration  of  Independence;  John 
Langdon,  signer  of  the  Constitution ;  Daniel  Webster,  Orator- 
Warden  of  this  church.  George  Washington  worshipped  here 
in  November  of  1789. 
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Colour  by  R.  S.  Lenfest 


